it .is safe, I have to go along with them and hold that the
storing of self-contained self-rescue devices in the portabus
in the track entry is safer than storing them in a different
entry in two of the five sections.                                    aiirerent

The ORDER is VACATED and the case is DISMISSED. 2/.

Charles C. Moore, Jr.
Administrative Law Judge
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27"  I reject~tHe~compahy 's argument that an order can

not bo modified after termination.  I respectfully disagree

with Judge Sweeney's opinion to the contrary.

/clb

2703it was not too clear at the trial, concludes
